This is a firmware update

EPDKv100.img is a standard output file from the eponymous development environment ePDK in which the firmware for Allwinner stones is developed, on the MelisOS operating system, in particular for our F1C500. 

http://4pda.ru/forum/lofiversion/index.php?t786295-460.html

